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CORRIGENDA TO VOL. 69. 
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Page 892, col. 2: Equation (2) should read Vmar. = Vace 14 


Page 1246, col. 2, line 13: For “ Chicago ” read “ Philadelphia.” 
Plate 10, between pages 1330 and 1331: For “ Lancashire ” read “ Westmorland.” 


CORRIGENDA TO VOL. 70. 
Page 96, col. 2, line 38: For “ Millwall ” read “Millbank.” 


., 102, col. 1, line 8 from bottom: For “ Women’s Electrical Association’ read “ Electrical Associatior 


for Women.” 


„ 102, col. 1, lines 3 and 4 from bottom: “ Committee for Training of Women Demonstrators ” should 


be under ‘‘ Electrical Association for Women ” instead of under “ Women’s Engineering Society.” 
115, Fig. 13: For ‘‘ Inductance, mH ” read ‘‘ Current, amps.”’; and for “ Current, amps.” read “ Induc- 


tance, mH.” 
», 142, col. 1, line 48: For ‘‘ chain-grate stokers ” read 


retort-type stokers.” 


